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A.D.  1864,  2nd  August.  N°  1916. 


Spreading  Plasters,  &c. 


(  This  Invention  received  Provisional  Protection  only.) 

PROVISIONAL  SPECIFICATION  left  by  Frederick  Daniel  Delf  at  the  Office 
of  the  Commissioners  of  Patents,  with  his  Petition,  on  the  2nd  August 
1864, 

I*  Frederick  Daniee  Delf,  of  Liverpool,  in  the  County  of  Lancaster, 
5  Chemist,  do  hereby  declare  the  nature  of  the  said  Invention  for  “  An  Improved 
Apparatus  for  Coating  Fabrics  or  Materials  with  Medical  or  other  Compounds, 
also  applicable  for  Ironing  Purpcses,”  to  be  as  follows  : — 

My  Invention  relates  to  an  apparatus  for  spreading  plasters  for  medicinal 
purposes  so  as  to  obtain  an  even  and  cleanly  surface  without  overheating  or 
10  deteriorating  the  compound  used*  The  apparatus  consists  of  a  small  metal 
or  other  chamber  containing  water,  which  is  heated  by  means  of  a  jet  of  gas 
or  other  flame  to  212  degrees  Fahrenheit ;  to  this  chamber  a  curved  pipe  is 
attached,  communicating  with  a  metallic  or  other  box  of  any  desired  shape 
fitted  with  an  escape  valve.  The  steam  generated  in  the  former  chamber 
15  passes  through  the  curved  pipe,  and  maintains  the  metallic  box  at  a  constant 
temperature  applicable  for  any  purposes  where  a  heat  above  212  degrees 
Fahrenheit  is  not  desirable,  and  particularly  for  the  spreading  of  medicated 
plasters;  a  modification  of  the  same  being  equally  serviceable  for  ironing 
purposes. 
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